OLD  SOUTH  CHURCH.  BOSTON.  MASS. 

Benjamin  Franklin  was  baptized  in  this  church.  The 
tablet  on  the  tower  bears  the  following  inscription:  Old 
South  Church,  Gathered  1669.  First  House  built  1670. 
Present  structure  erected  1729.  Desecreted  by  the  British 
troops  in  1775-6. 
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